The Ergotron Workstation Family - Sample Configurations 


Desk Attachable 


Free Standing / Wall Mount 


Design Station 



Arm / Caddy \ 
Assembly 

Arm "A" / Type 1 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 64" 

Base Assembly 

Desk Attachable 





Arm / Caddy 2 
Assembly 

Arm "B" / Type 3 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 70" 

Base Assembly 

Desk Attachable 


Arm / Caddy 3 
Assembly 

Truck "C" / Type 5 
Arm "A" / Type 1 


Shelf Assembly 

42" Wide 

Frame Assembly 

42" x 70" 

Base Assembly 

Desk Attachable 


Arm / Caddy 4 
Assembly 

Arm "B" / Type 3 
Arm "A" / Type 1 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 78" Dbl. Slot 

Base Assembly 

Dual Mount 



Arm / Caddy 
Assembly 

Arm "A" / Type 2 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 70" 

Base Assembly 

Free Standing 



Arm / Caddy 6 
Assembly 

Arm "B" / Type 3 
Arm "B" / Type 3 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 78" 

Base Assembly 

Free Standing 


Arm / Caddy 7 
Assembly 

Truck "C" / Type 5 


Shelf Assembly 

42" Wide 

Frame Assembly 

42"x 70" 

Base Assembly 

Free Standing 


Arm / Caddy g 
Assembly 

Arm "A" / Type 2 


Shelf Assembly 

30" Wide 

Frame Assembly 

30"x 15" 

Base Assembly 

Wall Mount 





Arm / Caddy 11 
Assembly 

Truck "C" / Type 5 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 78" 

Base Assembly 

Design Station 


Arm / Caddy 9 
Assembly 

Arm "B" / Type 3 


Shelf Assembly 

30" Wide 

Frame Assembly 

30"x 78" 

Base Assembly 

Design Station 


Shelf Assembly 

30" Wide 

Frame Assembly 

30"x 70" 

Base Assembly 

Digitizer Support 


Arm / Caddy 10 
Assembly 

Arm "B" / Type 3 
Arm "A" / Type 2 


Arm / Caddy \2 
Assembly 

Truck "C" / Type 5 
Arm "A" / Type 2 
Arm "A" / Type 1 

Shelf Assembly 

30" Wide 

Frame Assembly 

30"x 78" 

Base Assembly 

Design Station 


The Ergotron Workstations shown are sample configurations. Many other configurations are available to meet 
your varied computer and space requirements. Our Customer Service/Sales Support staff welcome the opportu¬ 
nity to answer your questions and discuss details. 



















































































Radial Arm 
Assembly 





=±fc ==5 


Truck 

Assembly 



Design Station 
Base Assembly 


Optional Workstation Accessories 


These optional Accessories are 
available to enhance your 
Workstation and to meet your 
individual system and office 
requirements. Ergotron 
Workstation Accessories include: 

• Keyboard Holder 

• Task Lights 

• Acoustical Panels 

• Replacement Cables 

• Power Strips 

• Surge & EMI Suppressors 

• Extended CPU Shelves 

• Casters/Glides 

• Aux. Printer/CPU Shelves 

• Custom Worksurface* 

• Others 

•Design Station Base Only 

For more information, contact 
Ergotron sales at 800/888-8458. 

GRGOTROn 

3450 Yankee Drive, Ste. 100 
Eagan, MN 55121 
612/452-8135 • 800/888-8458 
Fax # 612/452-8346 




U.S. Patent #4,453,687. Other U.S. and 
Foreign Patents Pending. 


Acoustical Panel 


Power/Surge Suppression 


For assistance or to place an order, call: 

The Ergotron Workstation Hotline 
800 / 888-8458 


Form # 81009 



































































































































































Ergotron's Ergonomic CRT Suspension 
Systems offer outstanding profit 
potential for Dealers and VARs 
specializing in the following markets: 

CAD/CAM 

Workstations 

Engineering 

Communications/Networking 
Manufacturing 
Desktop Publishing 
Factory Automation 

For more information on Ergotron's 
national dealer program, fill out the 
form below or call toll free: 

1 - 800 / 888-8458 



"Ergonomic CRT Suspension Systems" 

3450 Yankee Drive, Ste. 100, Eagan, MN 55122-1042 
(612) 452-8135 • Fax #: (612) 452-8346 * (800) 888-8458 





The Ergotron Workstation Family - Sample Configurations 


Desk Attachable 


Free Standing / Wall Mount 


Design Station 



Arm / Caddy ] 
Assembly 

Arm "A" / Type 1 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 64" 

Base Assembly 

Desk Attachable 



Arm / Caddy 2 
Assembly 

Arm "B" / Type 3 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 70" 

Base Assembly 

Desk Attachable 



Arm / Caddy 3 
Assembly 

Truck "C" / Type 3 
Arm "A" / Type 1 


Shelf Assembly 

42" Wide 

Frame Assembly 

42"x 70" 

Base Assembly 

Desk Attachable 



Arm / Caddy 4 
Assembly 

Arm "B" / Type 3 
Arm "A" / Type 1 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 78" Dbl. Slot 

Base Assembly 

Dual Mount 



Arm / Caddy « 
Assembly 

Arm "A" / Type 2 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 70" 

Base Assembly 

Free Standing 


Arm / Caddy "7 
Assembly 

Truck "C" / Type 5 


Shelf Assembly 

42" Wide 


Frame Assembly 

42" x 70" 

Base Assembly 

Free Standing 


Arm / Caddy $ 
Assembly 

Arm "A" / Type 2 


Shelf Assembly 

30" Wide 


Frame Assembly 

30"x 15" 


Base Assembly 

Wall Mount 


I, 

Arm / Caddy 6 
Assembly 

Arm "B" / Type 3 
Arm "B" / Type 3 

Shelf Assembly 

30" Wide 

, 

■ 

! 

Frame Assembly 

30"x 78" 

Base Assembly 

Free Standing 



v! ! 

Arm / Caddy 9 
Assembly 

Arm "B" / Type 3 


Shelf Assembly 

30" Wide 


Frame Assembly 

30" x 78" 


Base Assembly 

Design Station 



Arm / Caddy U 
Assembly 

Truck "C" / Type 5 


Shelf Assembly 

30" Wide 

Frame Assembly 

30" x 78" 

Base Assembly 

Design Station 


Arm / Caddy J2 
Assembly 

Truck "C" / Type 5 
Arm "A" / Type 2 
Arm "A" / Type 1 

Shelf Assembly 

30" Wide 

Frame Assembly 

30"x 78" 

Base Assembly 

Design Station 


Arm / Caddy 10 
Assembly 

Arm "B" / Type 3 
Arm "A" / Type 2 


Shelf Assembly 

30" Wide 

Frame Assembly 

30"x 70" 

Base Assembly 

Digitizer Support 


The Ergotron Workstations shown are sample configurations. Many other configurations are available to meet 
your varied computer and space requirements. Our Customer Service/Sales Support staff welcome the opportu¬ 
nity to answer your questions and discuss details. 













































































Radial Arm 
Assembly 





Truck 

Assembly 



Optional Workstation Accessories 


These optional Accessories are 
available to enhance your 
Workstation and to meet your 
individual system and office 
requirements. Ergotron 
Workstation Accessories include: 

• Keyboard Holder 

• Task Lights 

• Acoustical Panels 

• Replacement Cables 

• Power Strips 

• Surge & EMI Suppressors 

• Extended CPU Shelves 

• Casters/Glides 

• Aux. Printer/CPU Shelves 

• Custom Worksurface* 

• Others 

•Design Station Base Only 

For more information, contact 
Ergotron sales at 800/888-8458. 

e^GOTRon 

3450 Yankee Drive, Ste. 100 
Eagan, MN 55121 
612/452-8135 • 800/888-8458 
Fax # 612/452-8346 




U.S. Patent #4,453,687. Other U.S. and 
Foreign Patents Pending. 

Form * 81009 


Acoustical Panel 


Power/Surge Suppression 


For assistance or to place an order, call: 

The Ergotron Workstation Hotline 
800 / 888-8458 









































































































































Brine the Desktop back to 
Desktop Publishing and 
Computer Aided Design! 


The Ergotron Design Station brings the 
Desktop back to Computer Aided Design 
and Desktop Publishing by combining 
the best features of traditional Drafting/ 
Design furniture with modern 
ergonomics and space optimization. 

The automation of Design/Engineering 
and Publishing have separated the 
designer from the designers worksurface. 
What was once done manually at one 
station now is most often done at 
multiple stations. This is inconvenient, 
reduces productivity, and drastically 
increases space requirements. The 
Ergotron Design Station provides an 
ideal solution to this problem. 

The Ergotron Design Station’s innovative 
design integrates the Computer, CRT 
Monitor(s), and Worksurface into a 
compact, self-contained station which 
provides the most ergonomically 
adjustable work environment yet devised. 
The operator can directly interact 
between the CRT Screen(s) and the 
drawings instead of constantly moving 
between the CRT Screen(s) and a 
separate drawing layout area. 
Unnecessary physical movements are 
eliminated resulting in improved 
operator concentration, fewer errors, and 
dramatically increased productivity. 

The Design Station, available in both 
sitting and standing heights, suspends 
the CPU, Peripherals, and single or 
multiple Monitors above an adjustable, 
laminate Drafting Table. Drawings, blue 
prints, and page layouts can be edited 
on the computer with hardcopy 
documents and system control devices 
conveniently located on the worksurface 
below. For those users who require use 
of large Digitizer Boards, framing may be 
ordered in lieu of the worksurface. 

For environments already equipped with 
desks, drafting tables, or stand mounted 
digitizer boards, the Desk Attachable, 
Free Standing or Wall Mount 
Workstations allow the operator to 
combine the existing surface with state- 
of-the-art adjustability and space savings. 


The Ergotron Design Station " 




GRGOTROrf 


3450 Yankee Drive, Ste. 100 
Eagan, MN 55121 
612/452-8135 • 800/888-8458 
Fax #612/452-8346 


(OVER) 


U.S. Patent #4,453,687. Other U.S. and Foreign Patents Pending. 


















































Major components of the Design Station include: 

• Structural Frame - Available in 30" and 42" widths, 70" and 78" high. 

• CPU/Peripheral Shelf - Mounts Computer and Peripherals, suspends Arm and/or Truck Assemblies. 

• Radial Arm Assembly - Designed to mount CRT Monitors weighing from 17-70 lbs. Provides lateral 
movement under shelf, vertical adjustment of CRT, fore and aft adjustment, tilt/swivel, and park. 

• CRT Suspension Truck Assembly - Designed to manage CRT Monitors weighing from 60-120 lbs. 
Provides lateral movement under shelf, tilt/swivel. Vertical adjustment of CRT provided by slots in 
Frame. 

• Adjustable Worksurface - Rear of surface adjustable in 2 1/2" increments, front is infinitely adjustable. 

• Mobile Leg Assembly - 5 Casters provide complete mobility and can be locked for stability during use. 

Design Station/Workstation Frame configurations: 


Workstation 

Available Sizes 

Worksurface Options 

Design Station 

30" W x 70" H 

30" x 42" or 36" x 54" 

Design Station 

30" W x 78" H 

30" x 42" or 36" x 54" 

Design Station 

42" W x 70" H 

36" x 54" only 

Design Station 

42" W x 78" H 

36" x 54" only 

Digitizer Support 

30" W x 70" H 

Customer supplied digitizer board* 

Digitizer Support 

30" W x 78" H 

Customer supplied digitizer board* 

Digitizer Support 

42" W x 70" H 

Customer supplied digitizer board* 

Digitizer Support 

42" W x 78" H 

Customer supplied digitizer board* 

Free Standing Workstation 

30" W x 70" H 

None-customer supplied 

Free Standing Workstation 

30" W x 78" H 

None-customer supplied 

Free Standing Workstation 

42" W x 70" H 

None-customer supplied 

Free Standing Workstation 

42" W x 78" H 

None-customer supplied 

* Available Digitizer Support 



Mfg. Model # 

Desien Station 


Kurta® IS/Three 

42"x 70" 


36" x 48" 

42"x 78" 



Call for availability of other models, manufacturers. 


Optional Workstation Accessories 

• 30" x 42" Worksurface (Design Station) 

• 36" x 54" Worksurface (Design Station) 

• Acoustical Panels 

• Replacement Cables 

• Power/Surge Suppressors 

• Task Lights 

• Extended CPU Shelves 

• Printer/CPU Shelves 

• Keyboard Holders 

• Copy Holder 

• Pencil Box (Design Station) Power/Surge Suppression 




Keyboard/Copy Holder 


For further information regarding the 
Ergotron Workstation Family or Workstation 
Accessories call the Ergotron Workstation 
Hotline. Let us configure a Workstation that 
will increase your productivity! 


The Ergotron Workstation Hotline 
800 / 888-8458 

Ergotron is a registered trademark of Ergotron, Inc. 

Ergotron Design Station is a trademark of Ergotron, Inc. 

Kurta is a registered trademark of Kurta Corp. 


GRGCJTROn® 

3450 Yankee Drive, Ste. 100 
Eagan, MN 55121 
612/452-8135 * 800/888-8458 
Fax #612/452-8346 


U.S. Patent #4,453,687. Other U.S. and Foreign Patents Pending. 

Form #: 81006-A 


























Monitor Suspension System 

Modular Components 



Part 


Retail 

Show 

Number 

Description 

Price 

Price" 

Frame Assemblies 




20-25-70-APG 

25" x 70* - Desk Attachable 

$120.00 

$90.00 

20-30-70-APG 

30“ x 70* - Desk Attachable 

170.00 

127.50 

20-30-78-APG 

30" x 78" - Desk Attachable 

185.00 

138.75 

20-42-70-APG 

42" x 70" - Desk Attachable 

210.00 

157.50 

20-42-78-APG 

42" x 78" - Desk Attachable 

225.00 

168.75 

20D-30-70-APG 

30" x 70" - Design Station or Free Standing 

200.00 

150.00 

20D-30-78-APG 

30" x 78" - Design Station or Free Standing 

220.00 

165.00 

20D-42-70-APG 

42" x 70" - Design Station or Free Standing 

250.00 

187.50 

20D-42-78-APG 

42" x 78" - Design Station or Free Standing 

270.00 

202.50 

20-30-15-APG 

30" x 15"-Wall Mount 

145.00 

108.75 

20-42-15-APG 

42" x 15"-Wall Mount 

157.50 

118.13 

Shelf Assemblies 




33EF-25-F-APG 

25" Front Rail - Desk Attachable 

$160.00 

$120.00 

33EF-30-F-APG 

30" Front Rail - Desk Attachable, Free Standing, or Wall Mount 

200.00 

150.00 

33ER-30-F-APG 

30” Rear Rail - Desk Attachable, Design Station, Free Standing, or Wall Mount 

200.00 

150.00 

33EF-42-F-APG 

42" Front Rail - Desk Attachable, Free Standing, or Wall Mount 

230.00 

172.50 

33ER-42-F-APG 

42" Rear Rail - Desk Attachable, Design Station, Free Standing, or Wall Mount 

230.00 

172.50 

CRT Caddies - Universal (for anv Monitor Suspension System) 



16-APG-l 

Type 1 - for 12*-13" Monitors weighing up to 42 lbs. 

$85.00 

$63.75 

16-APG-2 

Type 2 - for 12"-l6" Monitors weighing up to 42 lbs. 

92.50 

69.38 

16-APG-3 

Type 3 - for l4"-24" Monitors weighing up to 60 lbs. 

115.00 

86.25 

16-APG-4 

Type 4 - for l6"-24" Monitors weighing up to 70 lbs. 

147.50 

110.63 

16-APG-5 

Type 5 - for 19“ Monitors weighing up to 90 lbs. 

160.00 

120.00 

16-APG-7 

Type 7 - for 19"-21" Monitors weighing up to 120 lbs. 

395.00 

296.25 

CRT Suspension Components - Universal (for any Monitor Suspension System) 



18-APG-A-X 

Model "A" Radial Arm - for 17-42 lb. Monitors 

$175.00 

$131.25 

18-APG-B-X 

Model "B" Radial Arm - for 40-70 lb. Monitors 

177.50 

133.13 

24-APG-A-X 

Model "A" Truck - for 10-42 lb. Monitors 

85.00 

63.75 

24-APG-B-X 

Model "B" Truck - for 40-70 lb. Monitors 

87.50 

65.63 

24-APG-C-X 

Model "C" Truck - for 60-90 lb. Monitors 

185.00 

138.75 

24-APG-D-X 

Model "D" Truck - for 90-120 lb. Monitors 

187.50 

140.63 


iae=*5cm=tor 


U.S. Patent #4,453,687 & #4,836,478. Foreign Patents Pending 3450 Yankee Drive 

612/452-8135 

Ergotron and MacTilt are registered trademarks of Ergotron, inc. Suite 100 
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Fax: 612/452-8346 

Sales: 800/888-8458 
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Part 

Number 

Leg Assemblies 

21-18L-APG 

21-L-APG 

21-24L-APG 

21-30-APG 

21-42-APG 

21-30-70-APG 

21-30-78-APG 

21-36-70-APG 

21-36-78-APG 

21-42-70-APG 

21-42-78-APG 

21-42-70-APG-DB 

21-42-78-APG-DB 

21-10-APG 


Description 

18“ “L" configuration - Desk Attachable 

"U" shaped clamps - Desk Attachable 

24" "L" configuration - Free Standing 

Tubular Legs for 30" Frames - Free Standing 

Tubular Legs for 42" Frames - Free Standing 

Tubular Legs & 30" x 42" Worksurface for 20D-30-70-APG Frame ■ 

Tubular Legs & 30" x 42“ Worksurface for 20D-30-78-APG Frame - 

Tubular Legs & 36" x 54" Worksurface for 20D-30-70-APG Frame - 

Tubular Legs & 36" x 54" Worksurface for 20D-30-78-APG Frame - 

Tubular Legs & 36" x 54“ Worksurface for 20D-42-70-APG Frame ■ 

Tubular Legs & 36" x 54" Worksurface for 20D-42-78-APG Frame - 

Tubular Legs & Digitizer Support Framework for 20D-42-70-APG - 

Tubular Legs & Digitizer Support Framework for 20D-42-78-APG - 

Mounting Hardware - Wall Mount 


Design Station 
Design Station 
Design Station 
Design Station 
Design Station 
Design Station 
Design Station 
Design Station 


Retail Show 
Price Price* 

$72.50 $54.38 

32.50 24.38 

107.50 80.63 
235.00 176.25 
285.00 213.75 

522.50 391.88 
525.00 393.75 
605.00 453.75 
610.00 457.50 
730.00 547.50 

732.50 549.38 
465.00 348.75 

467.50 350.63 

10.00 7.50 


US. Patent *4,453,687 & *4,836,478. Foreign Patents Pending 
Ergotron and MacTilt are registered trademarks of Ergotron, Inc. 

’Show Prices valid until February 15,1991- Limit: One Unit Per Customer. 
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Suite 100 
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